ST.   BARNABAS  MEMORIAL   EPISCOPAL  CHURCH 
Falmouth,  Massachusetts 

This  lovely  church  designed  by  architect  Henry 
Vaughan  was  built  in  1890.  It  has  a  fine 
Hastings  organ  and  outstanding  English  stained 
glass  windows.  View  shows  the  Parish  Hall 
completed  in  1959. 
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